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WATER RESOURCES DEPARTMENT 


RESOLUTION 


Dated the 19th August, 2014 
Sub : Formation of Expert Panel for Safety Review of Large Dams once in ten 


years . 


In partialmodification of this Department Resolution No. 28795 / 

WR., dated the 1st 
November , 2012 State Government have been pleased to reconstitute the Panel No. 1 by 
including the name of Shri Prafulla Kumar Nayak , Chief Engineer (Retired ) as a member in 
place of Shri Ashok Kumar Das , Retired Chief Engineer (Civil). All other members of the 
said panel remains unchanged . 

2. The constitution of other panels and other things as mentioned vide this 
Department Resolution No. 28795 /WR., dated the 1st November, 2012 remains 
unchanged . 


ORDER 


Ordered that the Resolution be published in the Odisha Gazette and copies thereof 
be forwarded to all Departments of Government/ all Heads of Department/Chairman and 


Members of the Panel. 


By Order of the Governor , 


S.C. MAHAPATRA 


Principal Secretary to Government 
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